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Attached is the second (2) catalog. supplement since the 
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SECTION I 



This secticn contains Hardware Manuals for Individual equipments 
arranged in equipment designator sequence. Product numbers are 
included in parenthesis after the equipment designator. Additional 
manuals may be found in Section 2 by looking up the Product number. 



February I98I 



LITERATURE DISTRIBUTION SUPPLEMENT 
INTERNAL - EXTERNAL CATALOG-, 



The legend for columns one through six is as follows: 

1-New or revised literature published since last edition 

N-New Publ i cat ion 

R-Revision in packet form only 

Rfl-Revision in manual form only 

RHP-Revised manua I /packet available 

RO-Revised publication obsoletes all previous editions 
E-Publ i cat ion number of 1 iteraturer listed numerically 
3-The latest revision level 
4-Indicates size of hard-cover binder that may be used for 

manuals 
S-Pub 1 icat ion division responsible for contents of literature 
b-Price changes for External Customers only 

*FOR CONTROL DATA PERSONNEL ONLY 
»=* PRICE CHANGES IN COLUMN b ARE FOR EXTERNAL CUSTOMERS ONLY 



1 


TITLE 


E 


3 


M 


5 


*:4:b 


R 


M1C7-A (172-}(X,173-XX,174-XX:) CEWTKAL 
COMim'liR PPS H.M.M. . (BLK. DIAG., EQ. 
SUMMARY, PPS ?:EY EQ.) ^ . 


19982000 


AT-AY 


22 


ARH 




RO 


AAllO-A (176-XX) CENTRAL COMJrm'ER H.M.M. 
(CABTE WIRE LIST) 


GF6045449O 


F 




ARH 




R 


AA120-C ( AAI3I-C , AT412-A, 175-XX:, 172-XX, 
173-XX,174XX) CENTRAL COMPUTER PPS 
H.M.M. (DIAGRAMS) 


60454970 


U-AA 


22 


ARH 




R 


AA120-C (175-XX) CENTRAL. COMPUTER H.M.M. 
(MASTER CLOCK/ECS COUP.) 


60428810 


P-W 


22 


ARH 




RO 


AA12C-D (740,750,760) CENTRAL COM^'UI'HK 
H.M.M. (ECS COUPLER, THEORY & DIAGRAMS) 


GF6045619O 


Z 




ARH 




RO 


AA120-D (740,750,760) CENTRAL COMPUT'ER 
H.M.M. (PPS THEORY, DIAGRAMS) 


GF6045612C 


AE 




ARH 




R 


AA122-A CENTl-AL COMPU^TER H.M.M. VOL. 1,2,3 
(THEORY OF OPERATIONS, DIAGRAMS, MAINT. 
AIDS, PARTS DATA) 


6o44iioo 


H 


22 


ARH 




RO 


AAI3I-D (CYBER 720,730) CENTRAL COMPUTER 
CENTRAL MEMORY CONTROL H.M.M. (THEORY, 


GF6c456i8o 


AC 




ARH 





DIAGRAMS) 
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TITLE 


E 


3 


^ 


5 




RO 


• AA147-A. (176) CM^ITRAL COMPUTER CHASSIS l4 
W/L H.M.M. 


GF6045645O 


D 




ARH 




RO 


MI47-A (CYBER 176) CENi'RAL COMPUTER H.M.M. 
(CI-IASSLS 15 W/L) 


gf6c45646o 


B 




ARH 


' 


RMP 


bk4xx/5Xk: s.m.d. h.m.m. volume 2 (diag. 

W/L BK5XX) 


833222^0 


T 


3 


NRM 




RMP 


BK5A7-E/F, EK5A8-C/D, BK5A9-E/F, BK^Bl-C/D 
S.M.D. H.M.M. VOLUME 1 (I + C/0, MAINT., 
PARTS DATA) 


83322490 


R 


3 


hWl 


[ 


RMP 


BK8A2-A S.M.D. H.M.M. VOLUME 2 (DIAGRAMS, 
W/L) 


83322900 


L 


3 


NRM 




RO 


BW60I-A/B (BW6C2/603/604/808) MASS STORAGE 
FAC. SUBSYSTEMS MASS STORAGE TRANSPORT 
H.M.M. (INSTALL/CHECKOUT) VOIS. 1 & 2 


GF49765400 


M 




Vb'D 




RO 


BW6OI-A/B (BW602/603/604/808) MASS STORAGE 
FAC. SUBSYSTEMS MP^S STORAGE TRANSPORT 
P.I.M. 


GF49765500 


U 




\bV 


1 
\ 


R 


bz3mx/ez30X/bz4mx/bz4ox mini modute drive 

H.M.M. 


83322820 


U 


22 


NRM 




R 


BZ3XX/4XX mini MODULE DRIVE H.R.M. 


83322730 


H 


3 


NRM 




RMP 


BZ6o4 (BZ605/704/705/804/805) DISK STORAGE 
SUBSYSTEM H.M.M. VOLUME 1 (I & C/O, 
MAINT., PARTS DATA) 


83323070 


K 


3 


NRM 




RMP 


BZ6C4 (BZ6O5/704/705/804/805) DISK STORAGE 
SUBSYSTEM H.M.M. VOLUME 2 (DIAG. & W/L) 


83323080 


E 


3 


NRM 




R 


BZ7C1/BZ701 FTXFD MODULE DRIVE H.M.M. 
VOLUME 2 OF 2 


83323680 


D 


3 


MM 




R 


BZ7E1/2 9775 FIXED MODULE DRIVE H.M.M. 
VOLUME 1 


83323560 


D 


3 


NRM 




R 


BZ7C1/BZ7D1 FIXED MODULE DRI\.'E H.M.M. 
A/'OLUME 1 OF 2 


83323670 


D 


3 


NRM 




RO 


BZ7E1/2 9775 FIXEL> MODULE DRIVE H.R.M. 


83323550 


C J 


3 


NRM 
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TITLE 


E 


3 


^ 


s 


**ti 


w 


BZ7E1/2 (9775) FIXED MODULE DRIVE 
TROUBTESHOOTING MPMJAL 


83323580 


C 


3 


NRM 




I'. 


CC626-A/B/C/D (FH5OI-A, 80610-10/11/14/15) 
DISPLAY STATION SUBSYSTEM H.M.M. 
(SITE INFO) 


62947916 


C 




PLY 




R 


CC628-A (722-10) DISPLAY TERM. H.M.M. 
(SITE INFO) 


62940003 


B,C 


3 


RVL 




R 


CC628-A (722-10) DISPLAY TEHMINAL . OPER . 
GUIDE/INSTAT.TATION INSTRUCTIONS. 


629taX)2 


B,C 


3 


RVL 




R 


CC628-A (722-10) DISP'LAY TEHMINAL OPER. 
GUIDE/INSTALTATION INSTRUCTION 


62940002 


D 


3 


RVL 




ayp 


CL6C7-A/B (XA262-A) (40003-208/209) GRAPHIC 
PRIN'l'ER OPERATOR GUIDE/REF MAN 


62949200 


C 


3 


RVL 




RO 


CT1F4 (CT1D7/1D8) (2200. COMPATIBLE 
INTERFACE) L.P.E. F.S.M. 


95445092 


J 


3 


LDS 




RO 


DUIO8-C (CYBER 1000) REMOTE TEHMINAL 
INTERFACE H.M.M. 


74875407 


B 


3 


STA 




N 


EUI67-B/C (CYBER 1000) REMOTE TERMIN/L. 
INTERFACE H.M.M. 


60470610 


A 


.3 


STA 


$41.25 


R 


EA3C9-A/B ANALOG-TO-DIGITAL, CONVERTER 
H.R./M.M. 


88980600 


E-F 


22 


LJL 




R 


iiA730-A (1833-5) FLEX. DISK DRIVE^ 
CONTROILER H.R./M.M. 


967688CO 


C 


22 


UL 




R 


FF53I-A (80420-10) MATRIX PRINTER ATT. 
i-'EATURES H.M.M. (SUPPORT INFO) 


62947916 


C 


22 


PLY 




R 


FJI29-A (1843-5) SDLC CLA H.R./M.M. 


96768440 


B • 


22 


UL 




R 


FjZj4i_a (FJ442-A, CT104-A, CC555-A/B)- 
TERMINAL EQUIP . SUBSYSTEMS H.M.M. 


60475070 


E 


22 


LJL 




N 


FV316-A/B (65125-1, 7880-1) CYBER MASS 
STORAGE COUPT,ER H.M.M. 


GF6045485O 


J 




ARH 


$ 6.00 


N 


rv6l5-A (FV617-A, DJ716-A) FUTT; TRACK. 


GF6045O5OO 


c . 




ARH 


$ 7.50 



OPTION FOR FA719-A/B DISK STOP. CON- 
TROLLER H.M.M. 
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SECTION 2 

The manuals in this section are listed by Product or Syston 

Number. Many entries include a product to equipment cross 

reference; e.g. 17^2 (CL309-A/B, FF5II-A/B) . Since Hardware 
manuals for equipment developed after November, 19^7 are 

categorized by equipment designator, always look up the equipment 

designator in Section 1 as well as the Product number. 



LITERATURE DISTRIBUTION SUPPLEMENT -CCONTl 



1 


TITLE 


E 


3 


^ 


5 


**ti 


RO 


CYBER 18 1700 ENHANCED PROCESSOR W/MOS 
MEMORY SYS'i'Elvi SUIVMARY 


96767850 


B 


22 


UL 




R 


CYBER 18-10/20/30 T/S SITE PLANNING KIT 


96768510 


S 


22 


UL 




R 


CYBER 18-IOM/2O/3O SYS. OVERVIEW H.M.M. 


60475000 


H 


22 


UL 




N 


Z|4_550/44-550-l REMOTE TERMINAL IMITS 
H.M.M. 


60465490 


A 


3 


PLY 


$31.65 


R 


595 PRINT CARTI^IDGE TYPE D MANUAL 


9186OICKD 


A7 


3 


LDS 




R 


751-10 TERM. SUBSYSTEMS OPER/i.TORS GUIDE 


6295lta) 


H 


22 


RVL 




MP 


6683-D SATELLITE COUPLER H.M.M. 


60440900 


D 


22 


AJ^ 




R 


9372 L.P.E. F.S.M. VOLUME 2 


95389500 


M 


3 


LDS 




N 


9766 DISK MEMORY SUBSYSTMVI G.I.M. 


83323500 


A 




NRM 


$ 6.90 


R 


33IOI-5XX (33148-BX) MEMORY SYSTEIVI 
SERVICE MANUAL 


60^8500 


Dl 


34 


PLY 




RO 


338OX DISK MEMORY SUBSYSTEt^ (BZ605,705,8O5) 
(33502) G.I.M. 


83322210 


H 


• 3 


NRM 




RO 


338OX DISK MEMORY SUBSYSTM^A (BZ605,705,805) 
(33502) INSTALTATION MANUAL 


83321400 


H 


3 


NFM 




N 


40003-22/23 INFORMATION SYSTEM TERM III 
OPERATOR GUIDE 


62940006 


A 


3 


R\/L 


$ 7.45 


IMF 


40003-200/203/204/205/206 PLATO ELEX DISK 
SUBSYSTEM OPEEiATOR GUIDE (40003-200 
16K Pi\M EXPAN.) 


629^0005 


B 


3 


RVL. 




R 


80230/2^^0-10, lOH, 20, 20F,20G,23,23F,23G, 30, 
30F,30G, MINI MODULE DRIVE H.M.M. 
(SITE INFO) 


62947905 


F 




PLY 




R 


80420-10 (CERTAINTY 420 SERIES) MATRIX 
PRINTER SITE PREP. H.M.M. 


629^7915 


D 




PLY 





SECTION 3 

A number of Software manuals are listed in more than one 
location because of the fact that specific software products 
will run on various operating systems. 

Manuals in this section : 

The format in this section uses a machine line heading with a 
listing of manuals for each operating system version and the 
appropriate product set members printed "beneath the heading. 

If imable to locate required manuals in this section of the catalog, 
please refer to the Other Sources of Literature in Section 5' 
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1 


TITLE 


E 


3 


^ 


5 


**ti 


R 


CCS VERSION 3 INSTATTATION TEST KIT 


60475250 


E 


3 


UL 




R 


CCS VERSION 3 OPERATORS/COTTECTOR'S GUIDE 


6o47524o 


B 


3 


UL 




R 


CCS VEKSICN 3 R.M. 


6047523c 


B 


3 


LJL 




R 


CYBER 2C0 FORTRAN' VERSION 3 KEF MANUAL 


6o45704o 


D 


3 


SVL 




R 


MSOS VERSION 5 DIAGNOSTIC HANDBOOK 


9676945c 


D 


22 


LCrL 




RO 


NCS VERSION 1 MANUAL ABSTRACTS 


84D00420 


C 




AJ^S 




RO 


AD/2000 REFERENCE MANUAL 


60457130 


C 


3 


ARS 




R 


NOS APPLICATIONS IN HAND 1 


84OCO970 


F 


3 


CYB 




RO 


COBOL VERSION 5 DIAGNOSTIC HANDBOOK 


6048250C' 


C 


3 


SVL 




N 


NOS VERSION 1 CYBERSPICE REFERENCE MANUAL 


60458300 


A 


3 


APJS 


$ 8.25 


N 


NOS 1, NOS/BEl, SCOPE 2 FORTRAN VEi^.SION 5. 
INSTAJMT 


60483900 


A 




SVL 


$ 2.45 


R 


sort/Merge version 4.i instant 


60497600 


C 




SVL 




RO 


NOS/BE VERSION 1 MANUAL ABSTRACTS 


84ooo470 


CI 




ARS 




R 


CDC PLATO TEbM. USER'S GUIDE 


974o48oo 


F 


22 


ARS 





8 



SECTION 4 

If unable to locate required manuals in this section of the 
catalog, please refer to the Other Sources of Literature in 
Section 5» 
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1 


TITLE 


E 


3 


H 


5 


**ti 


R 


• CEFiTAINTY SERIES EDX VERSION 3 INSTATTATICN 
MANliAL 


60^5610 


B 


3 


PLY 




N 


KXTMC^ED SEMICONDUCTOR MEl^AORY (ESM) H.M.M. 
(LOGIC MODUTE SCHEMATICS) 


GP60458340 


A 




ARH 


$ 9.CC 


N 


GRAPHICS TERMINAL ASSIST VERSION 1 (CYRER 
120) REFERENCE MANUAL 


60476100 


A 




LJL 


$ 5.6^. 


RO 


MAGNETIC TAPE TRANS. (Ti'G-20C) P.I.M. 


GF497678CO 


Y 




Vb'D 




R 


MSCDES 4.8 - NOS U.I.M. 


41620060 


B 


3 


HOC 




C 


BASIC USER'S REl-'EKiJ.^CE MANUAL 


84x)ll6o 


C 


3 


CYB 




N 


APPLICATIONS MANUAL DAPPER VOLUME II 
APPEM)ICES 


84002190 


A 


3 


CYB 


$l4.2C 


N 


APPLICATION MANUAL MSCDES G.I.M. 


41620170 


A 


3 


HOC 


$ 9.8c 


N 


BASIC SKILLS STUDENT PROGRESS REPORT - 
BROCHURE 


20254100 






ADV 




N 


CDC-DISK SUBSYSTEMS BROCHURE 


20257500 






ADV 




RO 


CYBER 170 PERIPHERAL ADVAJ^JTAGES - BROCHURE 


20099900 


F 




ADV 




RO 


CYBERNET-CE/CI CIVIL ENGINEERING - EROCHL'RE 


20203700 


A 




ADV 




N 


L.E.F. SETF-HEALTH MANA.GEMENT PROGRAM - 
BROCHURE 


202^-9500 






ADV 




RO 


APPLICATION SOi-TWARE: SYSCAP II - DATA 
SHhlhT 


20057200 


F 




ADV 




N 


CYBERNET - NUCLEAR CROSS-SECTION LIBRARIES 
DATA SHEET 


20241300 






ADV 




RO 


CYBERNEI - UNISTRUC - DATA SHhlHT 


20131300 


D 




ADV 




N 


722 DISPLP.Y TERMII^jAL - DATA SHEET 


20253500 






ADV 




RO 


9409 FIEXIBIii: DISK DRiy\L - DATA SHEET 


202^14700 


A 




ADV 




N 


33800 DIRECT-ACCESS STORAGE DEVICE - 
DATA SHh;H,T 


2C258700 


. 




ADV 
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LITERATURE DISTRIBUTION SUPPLEHENT -[CONT> 



TITLE 



*^[3 



N 38800 STORAGE CONTROL UNIT - EATA SHEET 
RO 91208 LARK MODULE CARTRIDGE - DATA SHEET 



20258600 
20227300 



A 



ADV 
ADV 
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NUMERICAL LISTING 



NEW OR 


PUELICATION 


REVISION 


KXTEMAL 


REVISED 


NUMBER 


LEVEL. 
M 


PRICE 


RO 


GF49765to) 




RO 


GF49765500 


U 




RO 


GF49767600 


Y 




N 


GF60450500 


C 


$7.50 


RO 


Gl?6o454^90 


P 




N 


GF60454850 


J 


$ 6.00 


RO 


GP60456120 


AE 




RO 


GF6045618C 


AC 




RO 


GP60456190 


Z 




RO 


GP60456450 


D 




RO 


GP6o45646o 


B 




N 


GP6o4583^ 


A 


$ 9.00 


RO 


20057200 


F 




RO 


2CC'99900 


F 




RC 


20131300 


D 




RO 


20203700 


A 




RO 


2O22'/300 


A 




N 


20241300 






RO 


202447C0 


A 




N 


20249500 






N 


20253500 






N 


20254100 






N 


20257500 






N 


20258600 






N 


20256700 






R 


19982000 


AT-AY 




R 


41620060 


B 




N 


41620170 


A 


$ 9.80 


R 


60428810 


P-W 
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NUMERICAL LISTING (CONTINUED) 



NEW OR 


PUBLICATION 


REVISION 


KXTKHNAL 


REVISED 


NUMBER 


LEVEL 
D 


PRICE 


RMP 


60440900 




R 


6o44iioo 


H 




R 


60454970 


U-AA 




R 


6o45704o 


D 




RO 


60457130 


C 




N 


6045830C 


A 


$ 8.25 


N 


60465490 


A 


$31.65 


R 


60465610 


B 




R 


6C4685CO 


Dl 




N 


60470610 


A 


$41.25 


R 


60475000 


H 




R 


60475070 


E 




R 


60475230 


B 




R 


6o47524o 


B 




R 


60475250 


B 




N 


60476100 


A 


$ 5.65 


RO 


60482500 


C 




N 


6C483900 


A 


$ 2.45 


R 


60497600 


C 




R 


6294x02 


B,C 




R 


629^0002 


D 




R 


62940003 


B,C 




RMP 


6294x05 


B 




N 


6294x06 


A 


$ 7.45 


R 


62947905 


P 




R 


62947915 


D 




R 


62947916 


C 




R 


62947918 


c 




RMP 


62949200 


c 




R 


62951400 


H 
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NIMEEICAL LISTING (CONTINUED) 



NEW OR 


PUBLICATION 


REVISION 


EX.TEHNAL 


REVISED 


NUMBER 


LEViiU. 
B 


PRICE 


RO 


74875^ 




RO 


8332lto) 


H 




RO 


83322210 


H 




RMP 


833222^ 


T 




R 


83322490 


R 




R 


8332273c 


H 




R 


833??820 


U 




MP 


833^900 


L 




K 


83323070 


K 




RMP 


83323080 


E 




N 


83323500 


A 


$ 6.90 


RO 


83323550 


c 




R 


83323560 


D 




RO 


83323580 


C 




R 


83323670 


D 




R 


83323680 


D 




RO 


84000420 


C 




RO 


84C0047G 


CI 




R 


84000970 


F 




R 


8ta)ll6o 


C 




N 


8to)2i90 


A 


$14.20 


R 


88980600 


E-F 




R 


91860100 


A7 




R 


55389500 


M 




RO 


95445092 


J 




RO 


96767850 


B 




R 


96768^^40 


B 




R 


96768510 


S 




R 


96768800 


C 




R 


96769450 


D 




R 


97404800 


F 
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OBSOIETES 



PUBLICATION 

10067500 
20057200 

20111300 
20128100 

20131900 
20167400 
20169200 
20192400 
76368234 
76368207 

76368117 
76368168 

76368189 
76368190 
76368213 
76368229 



DESCRIPTION 


REPLACEIVIENT 


CYBERNLT - MRI/STARDYNE 


NONE 


NAR/SYSCAP II SYS'I'HM OF CIRCUIT 
ANALYSIS 


NONE 


CYBERMlT EAD/EASE 2 


NONE 


CYBERNiLT-TOTAL DATA BASE MANAGEMENT 
SYSTEM 


NONE 


9033 SMD CONTKOI ,1 .HKAORMATI'EK 


NONE 


CYBERNET-ASCENT MS 


NONE 


OEM PRODUCT SETECTOR 


20227100 


INFORMATION ANALYSIS SERVICES 


NONE 


VAR FLOW 


NONE 


FUNDS FLOW STATEMENTS PREPARATION 
& USES 


NONE 


PEHSONNET, RECRUITMENT (CDI) 


20251000 


REGISTERED REPRESENTATHE 
PREPARATORY SEQ. 


NONE 


CAPITAL BUDGETING 


NONE 


CAPITAL BUDGETING SEQUENCE 


NONE 


ECONOMICS 


NONE 


FINANCING FOR LONG TEHM GROWTH 


NONE 
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MAGNETIC PERIPHERALS INC. 
(OKLAHOMA CITY) 



These are the changes that have taken place in the Magnetic Peripherals 
publications . The publications ARE NOT stocked by IDS . 



PUB ID 



REV 



MKT ID 



PUB TYPE 



REMARKS 



75888235 


R 


^ 


92685 




Reader Sorter (234-Y) 


75888325 


AH 


* 


9448 


KM 


Cartridge Module Drive 
Ser. 3 Std-1 


75888400 


Y 


* 


92690 


FSM 


Reader Sorter 


75888415 


AG 


■X- 


9448 


FSM 


Cartridge Mod Dr. (OEM) 
Series 3 


75897474- 


S 


^ 


9406-2 3 


FSM 


2X FDD (Shugart) 


77641926 


C 


^ 


9427H 


Oper Guide 


HAWK Oper Guide 


rr65338o 


F 


•X- 


9427H 


FSM 


OEM BPll (HPC No. reqd) 


77653383 


F 


^ 


9427H 


FSM 


NCR BPll (HPC No. reqd) 


77653^7. 


A 


^ 


92690 


FSM 


CROSS REE' OCR SET.F SCAN 


77653495 


A 


^ 


9427H 


FSM 


OEM BP12 (HPC No. reqd) 
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